Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 


Message Text 


CONFIDENTIAL 

PAGE 01 RIO DE 01611 212007Z 

72 

ACTION SY-05 

INFO OCT-01 ARA-06 ISO-OO /012W 

131057 

P 211945Z MAY 75 
FM AMCONSUL RIO DE JANEIRO 
TO AMEMBASSY BURNOS AIRES PRIORITY 
INFO SECSTATE WASHDC PRIORITY 2520 
AMEMBASSY PANAMA PRIORITY 

CONFIDENTIAL RIO DE JANEIRO 1611 

BUENOS AIRES FOR RSO; DEPT FOR SY/T; PANAMA FOR OIC/RTC 

FROM TSO 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJECT: FAILURE CCTV SYSTEM 

REF: BUENOS AIRES 3473 

1. SUGGEST RSO SWITCH MONITORS; IF FAULTY EQUIPMENT 

CAN BE ISOLATED, I WILL POUCH REPLACEMENT. ADVISE SOONEST. 

2. ALL CCTV EQUIPMENT IN STOCK IS PROGRAMMED FOR USE AT 
OTHER POSTS. RSO WILL HAVE TO OBTAIN AUTHORIZATION FROM 
SY/T WASHINGTON TO USE EQUIPMENT PROGRAMMED FOR OTHER 
POSTS OR HAVE SY/T SUPPLY COMPLETE NEW D/N CCTV SYSTEM FOR 
BUENOS AIRES FRONT ENTERENCE REPLACEMENT. 

3. OCCUPANTS OF AN AUTOMOBILE CANNOT BE VIEWED UNLESS 
AUTOMOBILE INTERIOR IS ILLUMINATED. CAMERA WOULD HAVE 
TO BE MOUNTED AT A VERY LOW LEVEL CREATING PROBLEMS 
OF EQUIPMENT SECURITY AND LOCATION IN A VERY LIMITED 
STREET AREA. 

4. TSO DESIRES TO REPAIR FAULTY CCTV SYSTEM BY 
EQUIPMENT INTERCHANGE IF POSSIBLE, BECAUSE OF PRIOR 
COMMITMENT TO VISIT ANOTHER POST. 
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